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CONTRACT BC-200, SCHEDULE HI LIST . > ree REVISION .0 


Field Spares Required to 
Support Reworked Configuration B's 


This list consists of: (1) Line Item - _ This number applies to this list only. 


(2) Part Number - Hycon Drawing Number i” A 
{3} Description - Drawing Title or Purchase Part List Description 


(4) Mfg. Catalog, Type or Spec. Number. 
(5) Total Quantities 


(6) Unit Price - These prices apply only for this revision of the list 
and only for the quantities indicated. se 


(7) Total Price - 
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730109-003 
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730125-037 
730125-039 


730125-040 
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Model 
Used 
On 


Mig. Catalog Type 
or Spec, Number 


Description 


Resistor 300 ohm, 1/2W+ — 2(1SrFY) 


5% Comp. 
Resistor 100 ohm, 1/2W+_ . 7 
5% Comp. . my 12( 18044) 
Resistor 63 ohms, 1/2 WwW | raf (9) 
RB1L6BK63ROO0C 
Resistor 10 ohm, 25W, | Ohmite #0363 "4 ny 
apacitor,.05 mfd, 100VD Spragus 47P]0 "Hi 
Filter ~ Pass'! or equiv. 
apacitor,.1 mfd, 200 V Hopkins Type P-12 
: sea ere REG aa 
Relay-Time Delay set for 5 G.V. Controls TF -06 
sec. SPS 7 N.O. -N:O, 28 VD 1oC5>44) 
Relay-DPDT 10 amp. 28 VDC  WGlobe #2C4P 28 DB 3 | /#(/ bey) é) % 12.07 


or U.S, Relay #802C3} 14(1 24H) 


Relay-4 PDT 10 amp 28 VDC Globe #4C4P 28 DB3 a is % (oX, , 15.06 
or US Belny. #64-170 115 ’ 
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730125-043 
730125-044 


730129-009 
730129-051 


730129-054 


730129-056 
730145-005 
730163-190 
730163-191 
730189-030 


730189-036 


739119 
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Used 


PES ET plion On 
Switch-Stepping Automatic 
Relay-Time Delay SPST NC 

set for 4.5 sec. 
Actuator JV-20 
Circuit, 


Breaker, 0.5 amp. 


Switch, Toggle-DPDT- On 
Momentary On 


Breaker, Circuit, 3 amp 
Diode IN 347 

Connector-Plug Amphnol 26- 
Connector ~ Plug 


Terminal - Insulated 


Terminal - Insulated 


Wedge ~- Lock (Pulley) 
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G.V. Controls T.F. 
06 NC 28 VDC 
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Amphnol 26-4101-24P AG Shy) 74. 88 
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Amphnol 26-4101-32P (43 typ 85.68 
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USECO #1417 14{ S244) (33 8.00 
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Line Mode! 
item Used Mig. Catalog ope Ms ) 
Rev. dbo, Part Mo, Deseriptran On Or Sper Numiter ee 
022 | 739166 Spring - Assy. - Plate d68. 18 1, 431. 78° 
023 | 739147-1  |Coil, Brake Solenoid (24 E57. 02 1, 608. 48 
024 | 739147-2 |Slug, Brake Solenoid iG ; CAL! 24.14 265.54 
025 | 739170 Sub Assy - Main Bearing CN 7291.05 | 6,112.05 
Brake 
GRAND TOTAL 12, 094.92 
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7 March 1958 


Subject: Contract BC-200, Schedule Ili 
Dear Sir: 


Please find attached hereto two (2) copies of List No. 1, Revision 8, 
Configurations A-1 and A-2, Factory Maintenance Spares and Depot 
Purchase Requests. 


Rev. H-5 and H-6 are for Customer A Depot Purchase Requests. 

Rev. H-18, H-Zland H-22 are for Customer B Depot Purchase Requests. 
It should be noted that certain items which have not been purchased on 
previously approved lists are herewith deleted in the amount of 

$4. 34. 

The attached list indicates by line item number the Hycon part number, 
item description, catalog number, quantity required for Factory Main- 
tenance Spares, quantity requested by each Depot, unit price and total 
price, . 


Periodically this list will be revised to show subsequent revisions and 
the net price changes. 


We request that List No. 1, Revision 8, in the amount of $3, 745.40 be 
incorporated into the subject contract as part of Schedule III, Item i-a. 


We trust that this presentation meets with your approval. 


Very truly yours, 


HYCON MFG, COMPANY 
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